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Corrigendum 

Corrigendum  to  “Electrochemical  deposition  of  nanostructured 
manganese  oxide  on  hierarchically  porous  graphene-carbon 
nanotube  structure  for  ultrahigh-performance  electrochemical 
capacitors”  [J.  Power  Sources  225  (2013)  347—355] 

Shin-Ming  Li3’1,  Yu-Sheng  Wang3,1,  Shin-Yi  Yang3,1,  Chia-Hong  Liu3,  Kuo-Hsin  Chang3,  Hsi-Wen  Tien3, 
Niann-Tsyr  Wenb,  Chen-Chi  M.  Ma3>**,  Chi-Chang  Hu3’* * 

a  Department  of  Chemical  Engineering,  National  Tsing  Hua  University,  Hsin-Chu  30013,  Taiwan 
hChung-Shan  institute  of  Science  and  Technology,  Armaments  Bureau,  M.N.D.,  Taoyuan,  Taiwan 


The  authors  regret  that  there  was  an  error  in  the  author  name  for  reference  12  of  the  above-mentioned  article.  The  correct  reference  is  as 
follows: 

[12]  J.  Zhang,  J.  Jiang,  X.S.  Zhao,  The  Journal  of  Physical  Chemistry  C  115  (2011)  6448-6454. 

The  authors  would  like  to  apologise  for  any  inconvenience  caused. 


DOI  of  original  article:  http://dx.doi.Org/10.1016/j.jpowsour.2012.10.037. 

*  Corresponding  author.  Tel./fax:  +886  3  573  6027. 

**  Corresponding  author.  Tel.:  +886  3  5713058;  fax:  +886  3  571  5408. 

E-mail  addresses:  ccma@che.nthu.edu.tw  (C.-C.M.  Ma),  cchu@che.nthu.edu.tw 
(C.-C.  Hu). 

Authors  contributed  equally  to  this  work. 


0378-7753 /$  -  see  front  matter  ©  2012  Elsevier  B.V.  All  rights  reserved. 
http://dx.doi.Org/10.1016/j.jpowsour.2012.12.052 


